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FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 6947 
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CONFIDENTIAL ATHENS 10120 

DEPT FOR A/SY/T; FRANKFUR T FOR RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ATHENS AUTOSCAN SYSTEM 

REF: ATHENS 9575 

1 . ATHENS SYSTEM IS FULLY OPERATIONAL. PROBLEM APPEARS TO HAVE 
BEEN A SCAN CABLE, AS PER REFTEL, AND POOR SEATING OF 

CIRCUIT BOARDS IN COUPLER. 

2. ATHENS TSO IS RETURNING CIRCUIT BOARD SENT FROM A/SY/T 
AND ONE EACH TECH MANUAL AND OPERATOR’S MANUAL FOR 
COUPLER. KUBISCH 
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